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Message Text 



UNCLASSIFIED 

PAGE 01 IAEA V 03855 101607 Z 
51 

ACTION SCI-06 

INEO OCT-01 10-12 ADP-00 RSR-01 RSC-01 /021 W 

026421 

R 101506 Z MAY 73 
EM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 2825 
INEO AEC GERMANTOWN 

UNCLAS IAEA VIENNA 3855 

E. O. 11652: N/A 

TAGS: AORG, OCON, TECH, IAEA 

SUBJECT: IAEA PANEL ON CODE OE PRACTICE ON SAEE REACTOR DESIGN 
AND CONSTRUCTION, VIENNA, AUG 20-24, 1973 

1 . AGENCY PLANS CONVENE SUBJECT MEETING TO CONSIDER WHAT 
CODE OE PRACTICE SHOULD BE PUBLISHED BY AGENCY EOR SAEE REACTOR 
DESIGN AND CONSTRUCTION. 

2. AGENCY REQUESTS U. S. NOMINATE EXPERT TO SERVE AS MEMBER 
OE PANEL. EXPERT SHOULD HAVE EXPERIENCE IN DESIGN OE NUCLEAR 
POWER REACTORS OR IN ASSESSMENT OE SAEETY OE NUCLEAR POWER 
REACTORS. AGENCY OEEERS PAY TRAVEL EXPENSES PLUS PER DIEM OF 
$35 FOR SIX DAYS. OBSERVERS AT NO RPT NO EXPENSE TO AGENCY 
ALSO WELCOME. 

3. COPY AGENCY LETTER POUCHED AMMONS, AEC. ADVISE. 

PORTER 



UNCLASSIEIED 

NMAEVVZCZ 



*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIEIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: TECFI 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 MAY 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973IAEAV03855 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: IAEA VIENNA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730540/aaaailum.tel 
Line Count: 46 
Locator: TEXT ON-LINE 
Office: ACTION SCI 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: kellerpr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 09 OCT 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09-0ct-2001 by kuehnbc0>; APPROVED <17-Dec-2001 by kellerpr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> mcm 980108 

Subject: IAEA PANEL ON CODE OF PRACTICE ON SAFE REACTOR DESIGN AND CONSTRUCTION, VIENNA, AUG 20-24, 1973 
TAGS: TECH, AORG, IAEA, OCON 
To: AEC GERMANY 
SCI 

SECSTATE WASHDC 
Type: TE 
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